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Message Text 

CONFIDENTIAL 

PAGE 01 LUSAKA 01381 201448Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCPE-OO OCL-OO FBOE-OO 
A-01 /018W 

102296 201502Z/50 

P R 201408Z APR 78 
FM AMEMBASSY LUSAKA 
TO AMEMBASSY NAIROBI PRIORITY 
INFO SECSTATE WASHDC 8203 
AMEMBASSY ACCRA 
AMEMBASSY MONROVIA 

CONFIDENTIAL LUSAKA 1381 

NAIROBI FOR RCO AND RSO 
MONROVIA FOR ATO 
ACCRA FOR COMSPEC 
DEPT FOR OC/PE 

E.O. 11652: XGDS-3 
TAGS: ASEC, AFAC 
SUB J : POWER UPGRADE LUSAKA 

REF: (A) MONROVIA 8395 (NOTAL), (B) LUSAKA 0890 (NOTAL) 

1 . ATO ENGINEER NOW IN LUSAKA PLANNING LAYOUT OF POWER RUNS FOR 
CCC TO BE MADE IN UPCOMING POWER UPGRADE (REF A). POWER REQUIRE- 
MENTS FOR CRU HAVE BEEN BASED UPON PRESENT EQUIPMENT. HOWEVER. 
PARA 7. REF B RAISES QUESTION OF INTENT TO INSTALL DIFFERENT 
EQUIPMENT (OCR, TERP, ETC.) IN CRU. IF ANY PLANS ARE BEING 

MADE FOR DIFFERENT EQUIPMENT, WOULD APPRECIATE INFO ON POWER 
REQUIREMENTS AND SEPARATION REQUIREMENTS SO THAT REWORK COULD 
BE MINIMIZED. PLEASE ADVISE. 

2. SINCE A 3000 GALLON UNDERGROUND FUEL STORAGE TANK IS BEING 
PLANNED TO SUPPORT THE NEW EMBASSY GENERATOR, ATO WILL CEASE 
EFFORTS TO INSTALL 1000 GALLON TANK AS PREVIOUSLY INTENDED. 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 LUSAKA 01381 201448Z 

PREFER TO PLAN FOR JOINT USE BY EMBASSY AND CCC GENERATORS. 

RCO CONCURRENCE IS REQUESTED. 

CLINGERMAN 


CONFIDENTIAL 
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